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Tae Counc MEETINGS. 

Last week’s proceedings in Council were v 
long; and about half the report is taken up wi 
army matters. Much of the discussion upon these 
was utterly futile; but there are points which 
many individual members would do well to note. 

Our financial position is improving; but it has 
only done so by voluntary subscriptions, and the 
maintenance of the en depends upon the 
continuance of subscribing. It is very important 
that more members should subscribe, es ally in 
view of the unlucky the R.C.V.S. is 
liable to Corporation duty. is will not be a very 


Royal College of 
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A Quarterly Meeting of Council was held at the 
College, 10 Red Lion Square, London, W.C., on Friday, 
13th April, Mr. F. W. Garnerr, J.P., President, occupied 
the Chair. The following members were present :— 
Maj.-Gen. Sir Robert Pringle, k.c.M.G., .B., D.8.0., Maj.- 
Gen. H. Thomson, c.8.; Messrs. Banham, Carter, Clark- 
son, Coleman, Dunstan, Howard, Lawson, McCall,, 
McKinna, Mulvey, Packman, Price, Share-J ones, Shave, 
Slocock ; Sir Stewart Stockman; Messrs. Sumner, 
Trigger; Mr. G. Thatcher, Solicitor, and Mr. F. Bullock 

retary. 


serious matter in subsequent years; but at present Sec 


the Council have had to compromise for a long 
term of arrears by agreeing to pay for the last ten 
* years, which will Dogon mean a disbursement of 
not far short of £200 this year. We have thus a 

ial reason for subscribing just now. Last Jan- 
uary the Treasurer stated that an annual subscrip- 
tion of a little over £800 would keep the College 
clear of debt; but this. fresh claim will make it 
for us to raise £1000 in 1917 to accom- 

plish that end. As we raised over £800 last year 
and have just exceeded £500 this year already, it is 
clear that we can easily raise more than £500 more 
before the year ends if we choose. It is not too 
much to ask from the esprit de corps of the pro- 


fession. 

The Council has returned to the two examiner 
system for the membership examinations; but 
it is noteworthy that the first group of exam- 
iners are to be appointed for one year only. One 
reason for this may have been the ges. ppt that 

next April the war will be over, and a greater 

ice of candidates be available. Probably, an 
equally cogent reason was the fact that the two- 
examiner system has only been restored by volun- 
tary subscription, and can only be maintained by 
its continuance. This should be an additional 
stimulus to subscribing members. 

The last point to be noted is one which we have 
already to mention too often. For the second 
time in succession, and the sixth since the war 
began, the meeting was too small to order the 
restoration or removal of names. This was only 
the eleventh general meeting of Council during the 
war; and considering what these abortive meetings 
mean, especially to men already recommended for 
’ restoration, their frequence is becoming v 
serious. As a rule, the number short of that 
required is very small; and this was the case last 
week, when one more member would have been 
sufficient, The President is evidently alive to the 
gtavity of the case, and doing his best to secure a 


; bu all i 
—., the members responding as 


MINUTES. 


The minutes of the previous meeting, which had 
been printed and circulated, were taken as read and 


confirmed. 
OBITUARY. 


The Secretary read the obituary list. 

Mr. Mutyey: Mr. President and gentlemen, I am 
sure you have all heard with feelings of sorrow and 
regret the name of Mr. Shipley read out amongst those 
who have left us. Mr. mg | was a member of this 
Council, and a Vice-President for some years. He was 
a man of genial and kindly nature (hear, hear), and he 
was honoured and respected, not only by this Council 
and by the profession generally, but in the town and 
wot te ar in which he lived. (Hear, hear). He 
associated himself with every object of charity, and 
what he could do to relieve the distress of the rer 
members of the profession he did, and did weil. I hope 

ou will associate yourselves in a vote of condolence to 
his widow and family. 

Mr. Triccer: As the next senior member to Mr. 
Mulvey on this Council, and having sat here for many 
years, I can thoroughly endorse, as [ am sure every 
member of this Council and every member of the pro- 
fession can, the statement that has been made—that the 
death of Mr. Shipley is a terrible loss to the 
fession at large. Mr. myers name was a household 
word throughout the profession, not only because of 
his work on this Council, but chiefly because of his 

igantic efforts on behalf of the Victoria Veterinary 
nevolent Fund. Without Mr. Shipley’s energy, 
without the great amount of time and capabilit 
Mr. Shipley threw into the work of the Victoria Veter- 
inary Benevolent Fund, it could never have extended 
its influence to anything like the extent it has done. I 
am sure the widows, orphans, and other recipients who 
have benefited under that scheme will join with us, and 
the profession at large, in expressing our deepest sym- 
pathy to Mrs. Shipley and the family. In the sincerest 
ossible manner, | beg to second the motion. 

The resolution was carried in silence, all present up- 

standing. 
CoRRESPON DENCE. 

The SECRETARY announced that letters regretti 
their inability to attend the meeting had been recei 
from Sir John M‘Fadyean, Lt.-Col. n, Prof. Mettam, 
Dr. Bradley, Mr. Barrett, and Mr. > 
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Death of Mr. J. F. Simpson. The Secretary read the 
following letters :— 
January 14th, 1917. 


Dear Mr. Bullock,—I have been away from home for 

a few days, or I should have replied before to the very 
kind letter that you wrote to my husband. As you 
know, he is in t, and it may be some weeks before 
he is able to write to you himself. I have sent him a 
copy of your letter. In the meantime I know he would 
per 4 me to express his great eee of the sym- 
thetic references made at the Council meeting on the 
eath of his father, and of the affection and esteem in 
which he was held. Again thanking you, I remain, 


yours sincerely, 
(Signed) Mase. Simpson. 


2ist Veterinary Hospital, 
Egypt, 10-2-17. 

Dear Mr. Bullock,—A copy of your kind letter, telling 
me of the creme action of the Council of the 
Royal College of Veterinary Surgeons, and the more than 
kind words spoken by some of its members in reference 
to the loss of my father, has been forwarded on to me, 
and has only x arrived. My wife has replied on my 
behalf, but I feel that I must personally write and 
thank the Council and express my appreciation of the 
sympathy they have shown in Poe d loss. Although the 
sudden end had been anticipated for some years, and 
realising that in many ways it was a merciful release 
for the sufferer, yet the loss of such a good father and 
friend is a bitter one, accentuated by the fact that both 

t, tically two years. in thanking you for 
ay Gite, ont the members of tl e Council for their 
kind sympathy, I remain, yours sincerely, 
(Signed) P. J. Smupson, Major A.v.c. (T.F.) 

P.S. Please remember me kindly to all friends on 

the Council. Have just heard of the great loss to-the 
fession by the death of my old friend Shipley. I am 
eeply grieved. 

The Secretary also announced that a message had 
been received from Mrs. Shipley, junior, and family, re- 
turning thanks for the kind message of sympathy, and 
for the beautiful flowers sent. 


Finance CoMMITTEE. 


Mr. Lawson read the report of a meeting held on 
Friday, April 13th :— 

. The reported that the sum 
of £501 16s. had been received since January Ist as 
voluntary subscriptions. 


The urer submitted his financial statement for | tp, 


the quarter, showing a balance in hand of £124 12s., 
and liabilities amounting to £76 9s. 7d. It was re- 
solved: That the Treasurer’s statement be approyed, 
and that he be ordered to pay the liabilities shown, to- 

ther with cheques for monthly salaries, printing of 
Rogister, 1917, Fellowship Examiners’ fees, gas, electric 
light, and Corporation duty. 

The Treasurer reported that he had arranged for the 
conversion of the holding in 43 per cent. War Loan into 
the new issue of 5 per cent., and a further sum of £1050 
5 per cent. War Loan had been purchased. It was 
resolved: That the action of the Treasurer be approved. 

‘The Secretary submitted a letter (19/1/1917) from the 
Board of Inland Revenue, stating that the claim for 
= submitted by the College had been carefully 
ing the decision in t of Surgeons (1899), 
1. Q.B. 871, that the claim must fail. The Boor toe 
however, prepared to accept payment to cover the dut, 
for the past ten years, and requested to be supplied wi 
statements of account for the years in question. It was 
resolved : That the Secretary be instructed to complete 


the accounts, and after submission to the Treasurer, to 
forward them to the Inland Revenue authorities. 

An application was received from the Secretary for 
an increase of it was unanimously resolved ; 
That the sa of the Secretary be increased to £400 
per annum as from April Ist, 1917. 

Mr. Mutvey: I do not know that I have very much 
to say, except that it is a most unfortunate thing that 
in the present state of the College finances we should 
be called upon to pay this Corporation duty. We had 
no idea that we were liable for it. The Act was passed 
in 1885, and we thought that, being an educational 
body, we should not come within the clauses of the 
Act. But when we come to look into the matter, we 
find that we do undoubtedly come under its operations, 
as we are not only an educational body, but we also 
have the duty im upon us of logteing, after, shall I 
say, the morals of the profession. (Hear, hear). At all 
events, we have to keep an eye over the profession 
generally, and on that ground it has been ruled, in the 
same way as it has been done in the case of the Royal 
College of Surgeons, that we do come under the opera- 
tions of the Act. We have not paid the duty for a good 
pr Lag in fact since 1885, but the Inland Revenue 
officials have agreed to compromise the matter if we 
will pay for the last ten years. We cannot help our- 
selves. We shall have to pay the amount, and meet it 
in the best | we can. A statement of accounts will 
be drawn up shortly and submitted to the authoriti 
and on that basis we shall have to pay five per cent. 
am afraid that the amount will run well up to £200, 
and in future we shall have to pay the duty annually. 

The next point to which I should like to allude is 
that the subscriptions have been coming in fairly well, 
but I want to emphasise the fact that the profession 
must not think that, although we have received this 
money, we have not plenty of calls made upon us with 
re to it. I hope there will be no necessity to press 
the profession ; I hope they will continue their sub- 
scriptions, and that an increased number of members 

r. cE: How much shall we have to 
Corporation duty on ? my ae 
e PREsIDENT: We do not know the exact amount;. 
the accounts have not been gone into. : 
Lawson are = observations, I 
pro} rt e Finance Commi’ 
be adopted. 

Mr. TricGER : I second that. 

The resolution was pe and carried unanimously. 

The Secretary: I should like to take this oppor- 
tunity of thanking the Committee and the Counell fe 
e very generous increase the have made in the Secre- 
tary’s . Ian only promise you that the invest- 
ment shall as a rate of interest as it is in my 
power to produce, (Hear, hear). 

EXAMINATION CoMMITTEE. 


Mr. Mutvey read the rt of a meeting held on 
Thursday, April 12th :— 

An application was received from a student in Class B 
who had his Class A examination in December, 
1916, without taking the subject of Anatomy, to be 
allowed to take the subject of Junior Anatomy at the 
examination in July, 1917, and if successful, to proceed 
to the ordinary B examination in December, 1917. 
It was resolved : That the application be acceded to. 

Educational certificates numbered 1648 to 1657 were 
submitted and approved. 

It was resolved: That in the event of a Thesis sub 
mitted under the new regulations for the Fellowship 
Degree being rejected by the Examiners, the fee pay- 
able to the Examiners be £1 1s. 


The Secretary reported that on the instruction of the 
.President, he had attended a Conference at the Board 
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of Education in connection with the Prisoners of War 
Book Scheme, at which proposals had been made for 
the award of educational certificates after examination 
to British — of war in enemy and neutral 
countries. The name of the Royal College of Veter- 
inary Surgeons had been included in the list of Edu- 
cational Bodies willing to recognise certificates granted 
under such conditions. It was resolved that no objec- 
tion be raised to the action taken. 

On the motion of Mr. McKinna, seconded by Mr. 
Lawson, the report was unanimously adopted. 


PRELIMINARY EXAMINATION COMMITTEE. 


Mr. Mutvey read the report of a meeting held on 
Thursday, April 12th :—- 

Applications for the recognition of the University of 
the Bristol School Certificate, the Joint Matriculation 
Board School Certificate, and the Cape University 
School Certificate, were received, The Chairman stated 
that he had pw fn er a notice of motion cover- 
ing these and similar applications, and the matter was 
therefore deferred. 

The Chairman reported that at the instance of the 
Teachers’ Registration Council, conferences had been 


held, and that it had been decided to establish an Ex- | Co 


aminations Council composed of representatives of the 
Universities, the Professions, Teachers, and local ad- 
ministrators, with the object of co-ordinating Prelim- 


inary Examinations. It was resolved to recommend : 
. That the Chairman and Secretary be appointed to re- 
ene the Council at further meetings of the Con- 


ce 

Mr. Mutvey: I beg to move the reception and 

an of the report. Mr. McKrinna: I second that. 

PresipENT : The only point that I have to bring 

to your notice in connection with this report is the 

notice of motion which that Mr. Mulvey has already 
put up on the Board. 

Mr. Mutvey: [ propose to give notice of that in the 

i course ; it come up under item No. 7 on the 


da. 
“eThe motion for the adoption of the report was then 
put and carried unanimously. 


PARLIAMENTARY AND GENERAL Purposes ComMMITTEE. 


The Secretary read the report of a meeting held on 
Thursday, April 12th :— 

DA.T I. Staff. Mr. Howard laid before the Com- 
mittee certain grievances of the veterinary staff of 
the ment of Agriculture and Technical Instruction 
for Ireland with regard to status and salary, and wee 
that the Council should support their claim for amelio- 
ration of their conditions of service. A member of the 
staff also attended and submitted facts and figures in 
proof of the contention raised. It was resolved to 
recommend: That the matter be referred to a special 
committee, consisting of the President, Messrs. Banham, 
rice, Slocock and Sir John M‘ 
Fadyean, for consideration and report to the next 
meeting of Council. It was resolved :— 

That the President be empowered to take any action 

h he may consider necessary in order to safeguard 
the interests of veterinary surgeons in any develop- 
ments which may take place with ee to the sutalo- 
lishment of a Ministry of Public Health. 

On the motion of the President, seconded by Mr. 
Lawson, the report was unanimously adopted. 

War Emercency ComMITTEE. 

The Secretary read the reports of meetings held on 
Febraary 8th and April 12th 

February 8th. _A letter dated 2nd February was 
read from the Director-General, wating that a large 
number of veterinary officers were still required to 
fill vacancies in the Arey Veterinary Service. The 
Director-General appealed to the Council for help in 


obtaining the number of officers needed to satisfy the 
present urgent requirements. 

The Committee having considered the letter, and 
being satisfied that a large increase in the number 
of officers in the A.V.C. is necessary, resolved to 
recommend :— 

(i) That the provisions of the Military Service 
Acts be enforced in order to obtain Veterinary Officers 
for the A.V.C. as required. 

(ii) That the Military Representatives on Local 
Tribunals be instructed by the Director of Recruiting 
to ask for exemption certificates already granted to 
qualified Veterinary Surgeons to be reviewed. 

(iii) That, other circumstances being equal, men of 
the lower ages should first be called upon. 

The above recommendations are made in recognition 
of the fact that the requirements of the Army must at 
the present moment be considered ount, but, as 
the requirements of agriculture only come second in 
importance to those of the Army, the Committee make 
these recommendations on the express understanding 
that no qualified veterinary surgeon will be made to 
serve in the ranks, or in any other department than the 
A.V.C. if he is willing to take a commission in that 


rps. 
(iv) That the President be requested to draw up a 
circular to addressed to all Members in Great 
Britain who are of military age, but are not serving 
with the Army, enclosing a copy of the above resolu- 
tions, and appealing to them to make immediate 
application for Commissions in the A.V.C. 
ty That an appeal be addressed to Members 
residing in Ireland panting out the urgent necessity 
which exists for the immediate enrolment of further 
Veterinary Officers for the A.V.C., and asking that as 
many Members as possible who are of military age 
should apply for Commissions in the A.V.C. 
T. F. Officers. A communication was received from 
officer in the A.V.C. (T-F calling attention to 
the difference in the rate of pay of Territorial Officers and 
Officers holding Temporary Commissions. After due 
consideration it was decided that no action be taken. 


April 12th. The President reported that the number 
of officers required for the A.V.C. was still incomplete, 
and that further steps would probably require to be 
taken in the near future. 

Tervitorial Force: Promotion and Pay. This ques- 
tion was further considered, but on the information 
at their disposal, the Committee were unable to revise 
the decision arrived at at their previous meeting. 

Tribunal Exemptions. A Resolution by the 
North Midland V.M.A. was submitted, but it was 
resolved that no action be taken. 

The PresrpeNnt: The principal item of interest in 
connection with these two reports of the War Emer- 

ney Committee is the requirement of the Army 

eterinary Corps with regard to officers. I may state 
now publicly that this requirement has not yet been 
nearly fulfilled and I desire to take the opportunity of 
pressing upon the members of the profession who are of 
military age, and especially those who are under thirty, 
the desirability of immediately Tr in applications 
for commissions. The shortage is still very great, and 
I do trust that it will be met. I want every member of 
this Council to use his influence to induce every 
member of military age with whom he comes in contact 
to apply for a commission. : 

Me Dunsrax : Is it beyond our province to suggest 
to the War Office that they might very usefully utilise 
the services of many civilian veterinary surgeons? It 
is within the kactsiodep of many present that civilian 
veterinary surgeons were doing a great deal of army 
veterinary work in the way of attending military camps 
up to quite recently, and I believe that now—in fact in 
several instances | know—those men have been sent off, 
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and military officers have been sent to do the work 
which they were doing. [I know one case in particular 
where a local veterinary surgeon was doing the work, 
which took him from half-an-hour to an hour a day. 
He received a week’s notice that his services were no 
longer required. He happened to call at the camp one 
day and found that two army veterinary surgeons had 
been sent there to do the work which it had taken him 
half-an-hour or an hour a day todo. I know of another 
instance in the West of England in which a civilian 
veterinary surgeon was doing the work, and he has now 
been replaced by an army man who I know has not 
sufficient work to occupy his time. Those are two 
instances I know of personally, in my very smal! bit of 
the world, and if those two instances exist there, I think 
it is probably conceivable that the same condition of 
affairs is existing in other parts of the world. (Hear, 
hear). I speak very aeey on this subject because 
we have already lost nearly half the veterinary practi- 
tioners in Cornwall. I am already doing part of the 
work of four practitioners in my immediate neighbour- 
ood who have gone, and are now doing army work, 
and the strain put upon those who are remaining at the 
present time is very considerable. (Hear, nant 
We have nothing to do with the tribunals, but some 
of the decisions of the tribunals are markedly unfair. 
I know of one instance in which a young veterinary 
surgeon, quite a young man, practising in a town where 
there are at least two or three other veterinary surgeons, 
was quite recently granted exemption ; while in other 
cases veterinary surgeons over forty and nearly forty- 
one years of age were being pressed to join and were in 
the greatest trouble. , I know we cannot do anything in 
to that, but we might im on the War Office 
the advisability of utilising the services of civilian 
veterinary surgeons where they can be found. 
The PrestpENT : In reply to Mr. Dunstan, I may say 
that the question he raises has been up before the War 
prac, my: d Committee, and representations have been 
made in tha 
veterinary surgeons comes, in spite of what has 


exactly the case. I do not mean to say that Mr. 
Dunstan has not represented what has taken place, but 
I think he is not in possession of the full facts. If Pope 
will give us that assurance, sir, I think we would all 


agree. 

The PrestpENT: I quite accept what Mr. Dunstan 
has said, but I must point out that it is not for us to 
criticise how the War Office employ their officers. 

Sir Srewart Stockman : I agree. 

The PresipENT: They appeal to us to supply more 
officers, and we have done what we can in the repre- 
sentations that have been made as to their employment. 
Mr. Dunstan: Could we not s t again that 
civilian veterinary surgeons should utilised more 
than they are ? 

Sir Stewart Stockman: We are asked to make 
suggestions. This is one of the things we have been 
ed todo. I know nothing about this ; I am merely 
talking about it in the abstract. 

The Prestpent: We can suggest any particular 
action if we like. 

Mr. CrarKson : I should like to emphasise the point 
that there is a very strong feeling amongst the profes- 
sion, icularly among the men who are still remain- 
ing, that veterinary surgeons are not being utilised to 
the best advantage. I speak on behalf of the north; 
Mr. Dunstan has spoken on behalf of the south. Asa 
matter of fact I called a meeting of the Yorkshire 
Society to consider this matter some time ago, and the 
feeling expressed round the table was more than strong 
that the men were not being properly utilised—I do not 
mean the civilian veterinary surgeons, but that the men 
who are already employed by the A.V.C. are not being 
employed as they — 

he PrestpENT: I do not think anyone is in a posi- 
tion to say that without they have inside knowledge of 
the organisation of the Army Veterinary a. 

Mr. CLarkson : I admit that that must be so ; but 
at the same time I have an instance on exactly the 


t respect ; but the application for still more|same footing as that mentioned by Mr. Dunstan in 
passed.| which one practitioner stated that, as a civilian veter- 


To the lay mind there may be some a in the army | inary surgeon, he was ~~ the army work and also his 


organization which seem inexplicable, but no doubt] own practice, and now at t 


e present time, although he 


there are perfectly good reasons for them. At any rate| had a larger number of horses to deal with than are in 
we cannot at present question the employment of veter- | the camp at present, there are three qualified veterinary 
inary surgeons by the army authorities, or tell them | surgeons to do the army work only. 

how to employ the men and say that they are to see ir STEWART StockMAN: That is not the point I 
they are fully employed. That is none of our duty.| raised at all. I would not like in ag Ao to criticise 


The Army Council have made this request from us—it| the Army Veterinary Department. 


ey are the best 


is practically a demand—to supply a sufficient number judges as to what their officers shall do. e point that 


of veteri officers for the army, and beyond that we 


cannot go. Everything possible is being done. 


r. Dunstan raised was that civilian men in practice 
ought to be more utilised. That is the point. 


Sir Stewart Stockman : I protest, sir. I will not he PRESIDENT: It is open to anyone to move a 
say anything about the question of whether Mr.| resolution that, as an additien to these reports, we 
Dunstan has properly represented the case, or whether | desire to express a further opinion on the subject. 
such a case exists, although I quite admit that he has} Mr. Dunstan: I will move that we advise the War 
faithfully reported what he knows. I do think it is the | Office that the services of civilian veterinary surgeons 


business of this Council, and of this profession, who 


might be usefully employed in army work to relieve the 


are asked to find the men, to be assured that such | strain on the army veterinary department. 


duplication as he has mentioned is not going on. 
include myself as the senior officer of the department 


_ Mr. Packman: I second that, because in my opinion 
.|it is exceedingly necessary. It might be worked as 


I would be very ene to let my men go if they could | Mr. Dunstan has said. I know a great number of cases 


be spared, but 
that they were necessary. 
not necessary, but I do object to the way in whic 


should certainly want to be assured|in the north that are quite in keeping with those that 
I do not say that reo bm have already been referred to ; they out exactly 
or 


what has been said. I think that civilian veterinary 


the moment you have put the matter. I do think we| surgeons might be utilised in a very much better 
have a right to see whether the profession is being| manner than they are at the present time, I think it 


properly utilised or not. 
e 


IDENT : These representations have already | Office, that they might 
been made to them in reply to previous requests. The | veterinary surgeons. 
matter has been before the Committee on two or three} Mr. MuLvey: 


previous occasions, and it has been fully discussed. 
Sir Stewart StockMan: We are asked to 


would be a very good og to make to the War 
utilise the services of civilian 


somewhat on this subject, 
esterday at the Parliamentary and General Purposes 
t|Committee two gentlemen ap as a deputation 


our word—and I freely accept it—that this matter has | from Ireland. ey asked this Council if they would 


n gone into, but I think what has been said is no 


t | do what in them lay to get them an appreciable increase 
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: i is very well known that every 
one of the Government departments have urged private 
employers and persons to keep open the offices of their 
employees while they are serving in the army. Here is 
an instance of a Government department which will 
not keep open the position vacated by the members of 
its staff if they go to the war. They are told that if 
~~ go to the war they will lose their position on the 

, and it is that that is keeping these young men 
from joining. 

Sir Srewart SrockMAN: May I point out that they 
have no position to lose! {I do not think the President, 
quite understands it. (A Voice: They lose so many 
years of seniority.) There is no seniority here ; the 
service does not count. There is no such billet as a 
non-established man. They take on so many non- 
established men as we do, and if a billet can be found 
for them after serving—it is found, but they do not 
undertake to supply them ; and if the work decreases 
in amount their services are dispensed with. 

The PresipENT: They are in exactly the same posi- 
tion as they would be if they were employed by private 
persons. The Government have asked private persons 
to keep open the posts of their servants, but here is a 
Government department which declines to do so. 

Sir Stewart Stockman : I am pointing out in fair- 
ness to the department that they have no such posts to 
keep open. They may want six to-day, and they may 
only want three to-morrow. 

e PRESIDENT: That applies in exactly the same 
= — life with our employees. 

. SHARE-JonzEs : I have no desire to enter into the 
latter part of this discussion. It is evident to me that 

same thing exists here in connection with this part 
of the problem as exists in connection with all the other 
problems in regard to the _ war, and that is that 
each of the Government departments apparently is 
running in a water-tight manner. It is not for us to 
adjudicate as between the Board of Agriculture and the 
War Office. What I got up to say was to corroborate 
and to support what you said, Mr. President. The 
War Emergency Committee were fully alive, right at 
the outset, to the point that has been raised by Mr. 

u , and I think if you will look back at the 
Minutes you will find that the very first recommenda- 
tion that we made to the War Office was that the 
services of civilian veterinary surgeons should be 
Utilised to the fullest possible (Hear, hear). I 


only mention that in support of what has been said, so 

that those civilian veterinary surgeons who have a 

ievance will know that at least their case has not 

n overlooked by the Committee to which the work 
was delegated by this Council. 

Mr. Mutvey: There is no reason why we should not 
bring it forward again. 

Dr. SHare-Jones : Not at all ; I support it. 

The PreswpEent: I will read to you Mr. Dunstan’s 
suggested addition to the report of these two com- 
mittees: “ That the War Office be recommended to 
avail themselves of the services of civilian veterinary 
surgeons who might be usefully meee in their own 
districts to relieve the pressure on officers of the A.V.S.” 
pees he addition it is proposed that the minutes be 

opted. 

e resolution in this form was then put and carried 
unanimously. 


Honours AND Prizes CoMMITTEE. 


Mr. Mutvey read the report of a meeting held on 
April 12th :— 

FiteWygram Prize Regulations. In order to pro- 
vide for the case of candidates who were not exam- 
ined in Anatomy, Class A, or in Stable sanggomast, 
Class B, in December, 1916, it was resolved: That the 
aes addition be made to paragraph 5 of the Regu- 

tions :— 

“Tn reckoning the te of marks for the purpose 
of determining who are entitled to the prizes, students 
who were not examined in Junior Anatomy as a separate 
subject shall be considered to have gained in that sub- 
ject the same number of marks as were awarded to them 
in the examination on Anatomy in Class B, and stu- 
dents who were not examined in Stable Management as 
a separate subject shall be considered to have gained in 
that subject the same number of marks as were awarded 
to them in the examination on Hygiene in Class C. 
Provided that any candidate may, if he so desires, sit 
for the separate examination in Junior Anatomy or 
Stable Management at any ordinary Membership Ex- 
amination.” 

Jubilee Memorial and Steel Memorial Funds. It 
was resolved: That any accumulated balances in the 
Jubilee and Steel Memorial Funds over and above the 
uirements for prize awards be invested in Consols. 
‘wbilee Memorial and Bursary Prize. It was 
resolved : 
a) That regulation 15 be altered to read as follows :— 
“The elected candidate shall spend a complete sessional 
ear asa student attached to any foreign Veterinary 
Xchool to be approved by the Committee. ‘ 
(6) That regulation 16 be altered by the omission of 
the words “at one of the above Colleges.” : 
Mr. Mutvey: I move the reception and adoption of 
the report. ‘ 
Mr. Lawson: As one of the Committee, I beg to 
second that. 
The PresipENT: The question raised in regard to the 
FitzWygram Prize tions is due entirely to the 
alterations that were made in the system of our exam- 
inations owing to the war. The object of the alteration 
of the regulations is to give each candidate who might 
have been adversely ted by the recent alterations 
as equal a chance as it is possible to give him under the 
conditions. 
Dr. SHare-Jongs: I do not think the latter part of 
the recommendation is quite equitable—the recommend- 
ation that a man should be given the option to present 
himself at some future examination in a single subject. 
I think that gives him a distinct advantage over those 
men who take the subject concurrently with the others. 
I think the first part of the recommendation is quite 


sound—that you form an estimate of the marks based 
on the marks he secures in the examination in senior 


in their salaries. They told us that they were only 
being paid £182 perannum. I at onceasked the gentle- j 
man who was the spokesman: “ Why do not you join } 
the army? You would get better pe: You tell me : 
that there are a number of you on the staff in Ireland, 
and if you are getting only £182 a yea do not ‘ 
you join the army!” He replied at on le have { 
tried to do so, but we have been prevented: said : 
“ Not only have we been prevented by the Executive of 
the Agricultural Department, but that action has been 
supported by the Director-General of the Army Veter- 
fgg Department, who has refused to accept us on : 
representations made to him by the Agricultural 
Department.” It seems to me that if the Army want |! 
men so badly, here is a field that they might reap. b 
The PresIDENT : As far as I know, no re ntation ‘ 
has been made by the Director-General of the Army 
Veterinary Service. These men are Dw og to go, but 
the department will not dispense wi eir services. es 
Sir Stockman : May I point out that the 
at department has no claim on their services—no more 
- than they have on the services of the Board’s men. 
all They can go at a month’s notice—they can be sacked at 
ri a month’s notice. ee | have no pension rights ; they 
are not established ; they lose nothing by it. That * 
| applies to the Board’s non-established men too. If they 
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anatomy in conjunction with physiology, but to allow 
him to take junior anatomy separately, or stable man- 
agement separately, and possibly as a single subject of 
an examination, would give him a distinct advantage. 

The Presipent: The point I want to draw Prof. 
Share-Jones’ attention to is the fact that, say, in the 
junior anatomy examination in bones and ligaments, a 
man almost ny pets very high marks, whereas 
the.marks on the whole subject, taken in his second 
year, are very much lower. If you go over a series of 
years and compare the number of marks gained by an 
average student in junior anatomy, you will find that 
they are very much greater than the average marks ob- 
tained by a candidate in senior anatomy, and it is to 
put them on as near an equality as possible under the 
circumstances that we made that latter recommenda- 
tion. We de not want any one of these men who have 
been affected by the recent alterations to feel that he 
has been deprived of a chance of gaining the Fitz- 
rize. 

. SHARE-Jonzs : I quite . 

Mr. Sumner: And that gives him the option. 

The Presipent : He can do which he likes. If he is 
satisfied with the second year’s marks, he can take them; 
or if he likes to sit for his junior anatomy as a junior 
student he is at liberty to do so. Pas 

Dr. SHareE-Jongs: Would he sit for the junior exam- 
ination at the same time as he takes the corresponding 
B examination? What I wish to prevent is a man 

nting himself in December, when he is not due up 

any examination, and simply laying himself out for 

a junior anatomy examination, having no other paper 

or oral examination to go through. He would then 

score very much higher marks than at a normal exam- 
ination. Have you any clause to prevent that ? : 

Mr. Mutvey: Personally I do not think the question 
1s likely to arise, because the students are so small in 
number. I think this is the only suggestion that can 
be offered in fairness to the students. They have the 
option in their own hands. If they choose to accept an 

ual number of marks that were = them in the 
Class Band Class C examinations, they can do so. If, 
on the other hand, they prefer to submit to a fresh ex- 
amination in those subjects, they also can de so, I 
really do not think that we shall ever be called upon to 
decide it, but there it is, and I think it is the best way 
out of the difficulty under all the circumstances. 

Dr. SHaRE-JoneEs: Would you agree to make it read 

he must present himself, say, next July? Let 
there be a limit to the time when they are entitled to 


come u 
Mr. _ I do net think it is quite fair to restrict 
them, but there is no reason why they should not take 
it then if they make a pen It is quite open to 
the student to say, “I will come up this July for this 
single examination,” or, “I will take it at some future 
time, before the end of my course.” 
Dr. SuaReE-Jones : I must protest 
if I am alone in making the protest. think that is a 
slipshod regulation for an examination. A man would 
be entitled to come up for examination in a single sub- 
ject at vs time from now until the end of his four years’ 
course. that he should have the option 
of presenting hi next July, or otherwise he lose the 


Mr. SuMNER: Imove thatas an addition, ina similar 
way to that which is proposed in regard to the Class B 
meeting we propose to provide for the same difficulty, 
because then a motion is to be moved “that at the 
Class B examination in July and December 1917, candi- 
dates shall be allowed the option of nting them- 
selves in Stable Management and Manipulation of 
Dom Animals and Principles of Shoeing 


esticated 
Healthy Animals, jor of postponing the examination in 


inst that, even 


these subjects until they present themselves for the 
Class C examination.” 
The PresipeNntT: This is a en that only applies 
to the regulations for the Fitz Wygram prize. 
Mr. Sumner: I know, but I agree with Dr. Share- 
Jones that the privilege should be limited. 
The Presipent: I think that can anamiy be done. We 
can put it to the end of this year—December. 
Mr. Mutvey: Yes. 
The PresipeNt: There might not be a single student 
who would go in forthe examination. __ 
Sumner: But an awkward affair might come up 
ter on. 
— Mutvey: In July or December 1917—I accept 
that. 
The resolution for the adoption of the report, with 
this amendment, was then put and carried unanimously, 


MELBOURNE DEGREE COMMITTEE. 


Mr. Mutvey read the report of a meeting held on 
Thursday, April 12th. 

The SecRETARY reported that he had received from 
the Privy Council a notice to the effect that the appeal 
of Mr. H. R. Seddon against the decision of the Council 
adhe ister him as a Colonial Practitioner had been 

ism ‘ 

The’application received from Mr. J. A. Legg and Mr. 
J. M. Davidson, both holders of the Melbourne Degree 
of {B.V.Sc., for recognition as Colonial Practitioners, 
were re-considered, and it was resolved that as the 
Melbourne De ‘of B.V.Sc. is not a recognised 
Diploma under Section 13 of the Act, the application be 
not acceded to. 

On the motion of Mr. Mulvey, seconded by Maj.-Gen, 
Thomson, the report was received and adopted. 


Pusuication, LipkARY, AND Museum CoMMITTzE, 


Mr. Price read the report of a meeting held on Friday, 

13th :— 

he Secretary reported the receipt of donations of 
books, reports, reprints, and periodicals presented by 
Maj.-Gen. F. Smith, c.B., o.M.c., to the College Library, 
together with exhibits for the Museum, and a si 
and framed photograph of the late J. H. Steel. It was 
unanimously resolved : That a hearty vote of thanks be 
accorded to Gen. Smith for his most generous gift 

The Secretary reported that since the date of the pre- 
vious quarterly v7.4 the following presentations 
had been made to the Library :— 

Calendar of the Pharmaceutical Society, 1917 ; Reg- 
isters of Pharmaceutical Chemists and Chemists and 
Druggists, 1917 ; Calendar of the Pharmaceutical Society 
of Ireland, 1917; Annual Report of the Civil Veterinary 
Department Bengal, 1915-1916; Annual Report of the 
C.V.D., Madras, 1915-16 ; Annual Report of the Camel 
Specialist, 1915-16 ; Reports of the Veterinary Director 
General, Canada, 1909, 1911, 1912, 1913, 1915; Salford, 
Veterinary Inspector's Report, 1913, 1914,1915 ; Sheffield, 
Veterinary Inspector’s ed 1911, 1912, 1913, 1914, 
1915 ; Newcastle-on-Tyne, Veterinary Inspector’s Report, 
1910, 1911, 1912, 1913, 1914, 1915; Bulletins of the U.S.A. 
Department of iculture ; Diagnosis of Tuberculosis 
by Complement Fixation, Eichhorn and Blumberg; 
in Anthrax, Eichhorn, Berg, and 
Kelser ; Report on Higher Education in the State of 
New York, 1914 ;. Board of Agriculture, Handbook, 
Diseases of Animals Acts and Orders ; Board of Agri- 
culture, for Scotland, First, Second, Third and Fourth 
Reports (1912, 1913, 1914, 1915)}; Board of Agriculture 
Statistics, 1912, 1913, 1914. 

The Following periodicals: Bloodstock Breeders’ Re 
view ; ian Agricultural Journal ; Revue de Path 
ologie Comparée; Journal of ey sae ry Pathology 


and Therapeutics ; Journal of the Board of Agriculture 
and Fisheries ; Journal of the 
\ 
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tureand Technical Instruction for Ireland ; Veterin 
Journal ; Record ; Veterinary News : Britt. 
Medical Journal ; Educational Times ; World’s Carriers. 

Purchases: Tropical Diseases Bulletin; Tropical 
Veterinary Bulletin ; Royal Commission on the Public 

2 ice in India, Report, Vol. 1 ; Minutes of Evidence, 
Vol. 15. 

It was resolved: That a vote of thanks be accorded 
to the respective donors. 

The Secretary reported that, on the recommendation 
of the Finance Committee, the Treasurer had invested 
the legacy of the late Mr. H. Sewell in Consols, for the 
formation of a special fund to be called the “ Library 
and Museum Fund.” The question of the di of 
the income under the Fund was considered, but the 
matter was deferred for twelve months. 

ister, 1917. An account for the printing of the 
printing of the ge 1917, amounting to £85 10s. 
was received, together with an explanation as to the 
reason for the increased cost. It was resolved: That the 
account be approved and recommended to the Finance 
Committee for payment. 

Mr. Price: Mr. Sewell’s legacy is a very handsome 
gift indeed, which will bring in about £7 a year, and 
with further additions to this amount from members of 
the College we shall be able to renovate the museum and 
the specimens. I beg to move the adoption of the 


Dr. McCaLL seconded the motion, which was carried 
REGISTRATION COMMITTEE. 


The sages | read the report of a meeting held on 
Thursday, April 12th, which stated that ten cases were 
considered by the Committee. 
The case of Edward James Sewell was heard, and the 
is in course of preparation. 
n the case of H. Barnaby, non-member, the solicitors 
rted that a prosecution had been instituted for 


Jones, seconded by Mr. Mulvey, snthertg wan given for 
the seal of the College to be affixed to the prosecution 
mentioned in the report. 


‘Motion sy Mr. CoLEMAN. 


Mr. CoLEMAN moved :—1. “That the Army Council 
be respectfully asked 

(a) To consider the grave necessity of compensation 
upon ceasing their military duty being granted to veteri- 
nary officers who had practices prior to the war, especial- 
ly those of the Territorial Force who were mobilised and 
had no time to arrange for the carrying on of their 
practices during their absence. 

(6) To revoke ph 2 (j) of Army Order No. 
= of 1915, as this is a grave injustice to Territorial 
officers. 

2. That the Parliamentary Committee appointed for 
the purpose be advised of the anomalies affecting the 
promotor ¢ temporary officers, A.V.C., and those of the 

In doing 80, he said : The object of this motion must 
have been perfectly palpable to the members for a very 
long time, and if it is unanimously supported by this 
Council [ think it will go a long way towards removing 
a number of grievances, and many members will join 
the Army Veterinary Corps where they are now so badly 
wanted. -Referring to the first part of the motion, I would 
like to point out to you that it concerns more particularly 
the Territorial officers. A number of Territorial officers 
who were serving in the army at the outbreak of war as 
Territorial officers were called up at a moment’s noti 
without any opportunity being afforded to them o 
obtaining /ocwms for their practices. I might add that 
the majority of them were men of over middle age, many 
of them well on in with families at an expensive 

who were being educatad at coll and other 
The rank of the majority of these men was 

4 either lieutenant or captain, the pay of which was 
not sufficient to keep their homes going and to pay for 


ug the words “ veterinary surgeon,” and a conviction the education of their families. They did not, of course, 


obtained with a fine of 40s. 

In the case of R. C. Sanders, non-member, it was 
resolved to recommend that the consent of the Council 
be granted to the complainant to institute a prosecution 
at ais own cost. 

In three cases it was resolved that there was no case 
for action ; in another case the Secretary reported that 
the complainant had ane no further information, 
and the case was therefore struck out. In a further 
case it was resolved that the ae be requested 
to supply recent documentary evidence in support of his 
charges ; and in the last case it was resolved that the 
solicitor be instructed to prosecute if proper evidence is 


available. 
: lence was submitted, Secretary was 
instructed as to the replies to be sent. 

The Presipent: We cannot take any action on the 
cases that require the attendance of a certain proportion 
of the members, as there is not a quorum, elt otapene, 
therefore, ouly to deal with those which we can legally 
deal with ; that is to say, the cases of restoration to the 
Register, and also the removals from the Register, will 
have to stand over until the next quarterly meeting of 
the Council. I have done all I could to get a quorum 

but unfortunately I have not succeeded. As a 
t it means that in some cases these men have not 
been able to be restored for a period of at least nine 
months, which is regrettable, but it is entirely due to 
Sections under which we are living at the present 


The Council then went into Committee to consider 
the report, and on ae peer its sittings in public it was 
y resolved, on the motion of the President, 


expect the war to last so long, or probably some steps 
would have been potent en. I have hada ve 
large amount of apy ence on this matter, which 
do not propose to put before you unless asked for, when 
we can resolve ourselves into Committee. I will then 
show you some of the letters, but I do not think there is 
any necessity for it at this stage. I desire to lay stress 
on the point that most of the men are of middle age 
who have been in practice for 20, 30 or more years, and 
who have been serving in the army since mobilisation. 
Some of them have returned to find that their practices, 
which were worth probably a thousand a year, have 
absolutely been dispersed and gone to the surrounding 
veterinary surgeons. I can tell you of one or two 
instances in which veterinary surgeons have been home 
for twelve months, and have not been able to recover 
one-fifth part of their original practice. In one case the 
ractitioner has been left without any capital whatever, 
his children’s education has been neglected, and he is in 
a financial dilemma. If the Council wares the first 
part of the resolution, I think they will gain favour 
among the profession, because it will mean that the 
Army Council must take cognisance of the grievances 
of the Territorial officers. 
ith to the second part of the resolution, I 
should like to refer the members of the Council to the 
Royal Warrant for Pay, hs 496 and 497. Para- 
graph 496 simply sets out the officers who are employed 
ead: who are entitled to receive certain gratuities upon 
being employed in an emergency. Paragraph 497 sets 
out the conditions, and with your permission I will read 
it to you. It says : “Officers employed under the con- 
ditions of article 496—(the Territorial Officer comes 


adopted ; and on the motion of Dr. 


under those conditions)—shall, provided that they serve 
for the full period of their engagement, or of the emer- 
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“us to adopt any such 


y in respect of which they were employed (unless a 
orter ee is specially approved by our Army 
Council) be entitled, on the cessation of such employ- 
ment, to a gratuity at the following rates: (a)—that does 
not apply to us—(4) In the case of any other officer 12 
days’ pay for the first year of service, or any part of a 
year, and 62 days’ pay for each aeeneneet year of ser- 
vice or part of a year.” Instances have occurred in 
which, owing to financial: difficulties and other circum- 
stan officers have obtained the permission of the 
Army Council to retire. The unfairness of the whole 
pay Raw to me in this way, that in November 1915 
the Army Council issued an Army Order, No. 406, para- 
graph 2 (j) of which says the gratuity is not issuable to 
officers “who voluntarily resign their commissions or 
voluntarily revert to unemployment before the expira- 
tion of the period of emergency.” 

Territorial officers joined under the then existing 
regulations of the Royal Warrant for Pay and the Terri- 
torial Force regulations,?and I think it most unfair that, 
after they had been serving for a year and four or five 
months, this Order of November 1915 should be pub- 
rng a that the gratuities which they would have had 
are taken away from them. I might add that the Terri- 
torial Officer has no pension like the oy! officer. 
The Territorial officer has served, probab y; in many 
instances since the period of the inception of the Terri- 
torial Force. He was then given a £20 grant for his 
kit, but he received nothing on mobilisation beyond a 
£5 gratuity. He had to buy all his own kit, and was 
thus put to an enormous amount of expense. He has 
less pay than the veterinary officers who are joining up 
now, who are getting much larger pay at the start for 
their equipment. and then they get their gratuity paid 
each year. At the end of the first year they get, I think 
it is, £44, and are promoted captains at 1/6 a day more 
pay than the Territorial captain. The Territorial 
captain has no pension to look forward to, and when 
he retires he ney returns to his practice and has 
nothing to receive from the army. 

With to the question of poset, I have a 
number of letters from Territorial officers who joined up 
on mobilisation complaining very bitterly that they have 
obtained no further promotion, whilst much younger 
men who have only just left college have been promo 
to ranks above them, and are receiving more pay: These 
younger men have no dependents at all, they are re- 
cently qualified, unmarried men, with no family and 

few responsibilities. One instance that has come 
pie A my notice is that of a man who has been serving 
for 17 years as a Territorial veterinary officer, who re- 
tired owing to ill health when he was a captain, and was 
not then even allowed to retain his rank as captain. He 
wrote and asked for it, but has not been ted it. 
With these few remarks I{beg Sto move the motion 
standing in my name. 

The ENT: Does anyone second Mr. Coleman’s 
resolution 

Mr. Price: I should like formally to second it in 
order that it may be discussed. 

The Prestpent: I should like to express my own 
view with regard to the motion standing in Mr. Cole- 
man’s name. I can assure him that the first paragraph 
particularly of the motion is one which has my greatest 
sympathy, but I must point out that the veterinary 

n does not hold in any pa a peculiar position 
in this war. Thousands of other men—hundreds of 
thousands, I may say—have had to give up their homes 
and their businesses—in many cases they have sacrifi 
their lives—without asking, or daring to hope, to 
receive any compensation at all. Mr. Coleman is trying 
to place the veterinary profession in quite a different 

from the rest of the nation. In my opinion 


possible, be taken up immediately in Parliament and 
applied generally to the country and not specifically to 
a small profession. 
With regard to the second part of the resolution 
referring to ph 2 (j) of ge be ed No. 406, this 
again is a question that would effect the whole organ- 
isation of the army; it applies to all officers. No 
officer is allowed compensation who voluntarily resigns 
a commission or voluntarily reverts to unemployment 
before the expiration of the period of emergency, that is 
to say, the duration of the war. To ask any Govern- 
ment Department, or anybody in authority, to rescinda 
regulation such as that, which would allow every officer 
to immediately lay down his arms whenever he thought 
fit, is, in my opinion as an Englishman, monstrous. 
The army must have some hold over their com- 
missioned officers, and for that reason alone I think 
this resolution is unfeasible, and it would be unwise for 
this Council, who have obtained many concessions for 
the profession in the army during the war, to suggest 
such a thing to the Army Council. 
With regard to the last part of the resolution : “That 
the Parliamentary Committee te for the pur- 
pose be advised of the anomalies ting the promotion 
of temporary officers A.V.C., and those of the A.V.C, 
(T.F.),” the position is this—that we have obtained such 
concessions that the Army Veterinary Corps and those 
who hold commissions in the Army Veterinary Corps 
are placed in an almost unique position. The fact is 
that after twelve months’ service lieutenants are auto- 
matically promoted to captains; and except in one 
other department I do not think that applies at all in 
the army. With regard to the higher command, that, in 
my opinion, must be left entirely to the Army Council. 
It is not for us to say that a man must, because he has 
for a certain number of years ed a certain rank, 
be automatically promoted. I maintain that that must 
be done by selection, and I think this Council would be 
very ill-advised if they were to make any such sugges- 
tion as is contained in the second part of the resolution 
moved by Mr. Coleman. 

Mr. McKinna: There is one point on which we might 
be able to jfurther the jwishes of Mr. Coleman, apart 
from the question of appealing to the Army 


ted | and that is with reference to the question he raised 


oases coming back after service in the army and 
nding their practice almost gone. The Council of this 
College have pledged [themselves to assist anyone who 
can prove that their practices have been in any way 
interfered with, or whose clients have been taken away 
‘rom them during that time ; and if any such members 
will bring cases before the Council, I am sure the opinion 
of this Council will be in their favour. 

The PresrpEnT: I think everybody knows thate 
thing is being done through the local societies to 
men to maintain their practices. This Council have 
taken up many cases, and have done everything possi 
in their power to help those men. 

Mr. McKrnwna : I only mentioned that because it was 
one of the reasons Mr. Coleman quoted in support of 
his claim. I want to assure Mr. Coleman that if he can 
bring forward any such case it will receive the sym- 
pathetic attention of the Council. 

Dr. SHaRE-Jones : I am sure there is not a member 
sitting round this table who does not sympathise abso 
lutely with the sentiment underlying the posals 
made by Mr. Coleman. We sympathise with those whe 
are losing something owing to the war (hear, hear); but 


ced | the point, as a matter of practical politics, is an impos 


ible one. I will just give you one little illustration. 
What does Mr. Coleman think would be the attitude < 
say, the Miners’ Federation if the Government gran 
this concession? There are thousands upon thousands 
of miners who to my knowledge were earnin 


that is impossible. It is not feasible or advisable for 
course, which would, were it 
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their lives for 1s. 2d. a day. (Hear, hear). Do you 
think there would be the slightest move in the direction 
of making things up to those men? If it were possible 
to transfer the wealth which is in such a disgusting 
manner being put into the pockets of amateur muni- 
tioners and such-like Lew on from 50 per cent. of their 
fellow countrymen’s pockets—if it were possible to 
transfer that wealth to the pockets of these men who 
are suffering for their country, I would vote for it with 
both thands now, and urge it outside; but it is not 
possible. What Mr. Coleman is asking cannot be ap- 


as a general principle. I cannot see that we can | all 


anything further here than express our sympathy 
with it, and, as the President has pointed out, not wu 
it upon the War Council. That is my advice to Mr. 
Coleman as one who sympathises with him in the ob- 
ject he has in view. I sympathise particularly with the 
workmen of the country, and if it were ible to do 
what Mr. Coleman wishes, no one would work harder 
for it than [ would, but it is not possible. Rather than 
t us to a vote on a question of this kind, I urge upon 
Mfr. Coleman to withdraw his motion, on the ground 
that it is not possible to see it through. 
Sir Srewart Stockman: I would like to associate 
with the remarks that have fallen from the 
President and Dr. Share-Jones. I agree that the resol- 
ution is quite impossible, but we must all feel that Mr. 
Coleman has brought the matter forward in the very 
best spirit. May we not put it in this way, that if there 
is any general move on the part of the community to 


~ eompensate those who have lost during this war, we 


will make representations that the veterinary officer 
shall not be left out. But I would go even further. If 
amongst ourselves, try to get funds together to compen- 
men—if there is any real hardship. I 
be one of the first to give any services I could, and any 
subscription I could, to ameliorate the losses of those 
men who have given - their practice, and who have 
suffered on account of the war. I think it is due to 
them not as a rr but as a right. If there is really 
any hardship at all, I think we ourselves ought to try 
to get together some funds to relieve it ; but I agree 
otter proposal as it stands here is not practical 


tics. 

The Prestpent: Mr. Coleman, do you desire me to 
put the resolution ? 

Mr. Coteman : I would like, if I may, to make a few 
remarks in reply. I am rather afraid, from what you 
have said, Mr. President, that I have put the subject 

in such a way that you have not grasped the 
os of my words. Yous of voluntary resigna- 
tion. I may tell you that it is an impossibility for an 
er to resign voluntarily from the , om unless it is 
specially approved by the Army Council. I know of 
officers who would give any amount of money to get out 
of the Army at the present moment ; they have sent in 
their resignations, but they have not been accepted ; and, 
as I say, unless the Army Council accept the resigna- 
tion, it is an impossibility voluntarily to resign. I want 
to lay a little further stress upon what you said about 
second part of the resolution referring to the 
gratuity. I think it is most unjust that the Territorial 
officer should not receive any gratuity, in view of the 
fact that he cannot wpe unless his resignation is 
gpbroved by the Army neil. Had it not been so 
would have been no necessity to put forward the 

Order in Council of November, 1915. The 

Warrant says that an 
receive a gratuity if his resignation is a v 
the Army Council for a shorter period. That being the 
case, it is very plain that the Territorial officer was 
entitled to his gratuity up to that point ; then, as a 


second thought, a tly, th in and cancel 
November. “The temporesy comisiasioned officer 


ts his gratuity e ; but with regard to the 

erritorial officer who has been serving all these 
and has thus obtained a certain amount of military 
knowledge, and who joined up at the beginning of the 
war because it was his duty to do so, if he sends in his 
resignation under very exceptional circumstances, and 
that resignation is comseten, e 1s deprived of the small 
gratuity he is entitled to. I think that is a great 
—— I cannot accept Mr. Share-Jones’s similes at 
all. A miner may leave his work, but he can go 
to his job immediately after the war. That does not at 
compare with the veterinary surgeon who has taken 
a life-time to build up a practice. 

Dr. SHare-Jones : Thousands of the miners will not 
go back at all. 

Mr. CoteMAN : Therefore they will not require the 
money ; but the point is that I do not think your simile 
is at all applicable ; the miner can go back to his job 
if he does come back from the war. Of course he 
my sympathy, but we are here to look after our own 
profession. We are not fighting the battle of other 
professions ; we are here as the representatives of the 
veterinary profession, and I think it is our duty to look 
po ourselves and let other people look after them- 
selves, 

Sir Stewart Stockman: That is the difficulty— 
that all the people of the country are fighting the battle. 
If = ae _ only people who suffered, I think we 
wo ro y carry your suggestion. 

Mr. Goumas : I do not mean the battle which is now 
going on, I mean the battle of our own profession. 

Sir Stewart Stockman : I am referring to the battle 
for compensating those who have lost from the war. If 
there was a general view that that should be done we 
would go into it, but if there is no general view, and if 
we try to push ourselves forward when nobody else is 
doing so, more harm than good will result. 

Mr. CoLemMANn : Somebody must take the initiativ 
and if we take the initiative others may follow. As i 
hwas saying, the simile of the miner, mentioned by 
Dr. Share-Jones, does not apply here with a veterinary 
surgeon who has had to build up a practice. It takes a 
long time to build up a practice, and ay find, when you 
have been away from your practice for three years and 
then go back again, that your clients are gone. In 
reply to Mr. McKinna’s remarks, I would like to say 
that the taking away of clients in the way that they 
are being taken away is a matter that cannot come 
before the Council at all. The majority of the clients 
are nner, who voluntarily go to the man who is left 
at home. If he serves them properly, when the man 
comes back from the war they say “ 


hy should we 
back to him? the other man has served me very well” 


I can give you an instance of that. I am not speaking 
on mere supposition ; what I am telling you are abso- 
lutely facts. 

Mr. Triccer: The other man should decline to act 
for them when the army veterinary surgeon comes 


Mr. Coteman: But will he do so? I have had 
letters from men well-known to you, men high up in 
the veterinary profession, who have written very tersely 
to me upon this rot In one instance a well-known 
gentleman in the Midlands has written telling me that, 
in to a large farmer, one of his principal clients, 
another man in the town undertook to do the work for 
him. He has now returned to his practice, but the 
— man has retained this particular farmer as his 
client. 

Mr. Triccer : Bring him up here. 

Mr. McKrinna: That is where we want to help you. 
be can deal with that ; we can restore that client to 

at man, 
Mr. Coteman : I have been rather persuaded to move 


this resolution to-day. I did not want to doit; I had 


| back. 
| 
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not my material ready, but I have had so many letters 
asking me not to let it stop till the end of the war that 
I have brought it before you. Nearly every letter that 
I have received—and I have something like 74—has 
asked me, in connection with the question of promotion, 
to write to the Committee myself, but that, of course, 
would be absolutely infra dig. The esprit de corps 
shown by the men at home is well known. They al 
say, with two exceptions, that the reason they are ask- 
ing me to do this is that the Council seem to be doin 
nothing in the matter. They do not know what the 
Council are doing, they are under the impression that 
the Council is doing nothing to alleviate their grievances. 
Hence I have been pressed to bring the matter before 
ve put it before you, an eeply regret that it 
been ta as it has been. 

The Presrpent : Do you wish to put your resolution 
Mr. Coleman ? 

Dr. Suare-Jones : Will you not withdraw it ? 

Mr. Coteman : I cannot. 

Sir Stewart Stockman: May I appeal to Mr. Cole- 
man again ? He has given us a very good description of 
what he tells us is going on; he has ventilated the 
grievance, and he has been told in reply that the Council 
are prepared to take Li ry! specific case any man likes 
to bring forward. What he has said will appear in the 
veteri Press, so that if there is any man who has not 
known of it hitherto, he will learn it now very well from 
the remarks Mr. Coleman himself has made. I think 
that should satisfy him, and that he should withdraw 
his motion, because he must know that every individual 
member of the Council does not like, although he will 
feel compelled to do so on the ground of practical 
ag to vote against the motion. 

Mr. Triacer: I desire to support what Sir Stewart 
Stockman has said. Mr. Coleman has brought the 
matter forward in an able manner, and it will do a lot of 
good to let the profession know that the Council are 
watching over their interests. The Council will he only 
too eager to deal with cases if they are brought before 
them. But this resolution is foredoomed to failure if it 
is pass to a vote. of the Council, and although Mr. 
Coleman has our pathy, I would appeal to him to 
withdraw it, now that the subject has been ventilated. 

Mr. Price : After the explanation which the President 
and the other members of the Council have given, I see 
that it would be quite absurd to carry Mr. Coleman’s 
motion. I was very doubtful about it when I seconded 
the resolution ; I would much rather that the subject 
had been adjourned to the next Council meeting, so 
that we might all have had more time to think it over ; 
and under the circumstances I withdraw my seconding 
of the motion. 

Dr. SHare-Jones : I hope Mr. Coleman will see his 
way not to press us to vote on the motion. 

e@ PRESIDENT : The motion cannot be put now, un- 
less there is another seconder, as Mr. Price has with- 
drawn his seconding of the motion. 

Dr. SHaRE-JoneEs : I should like to say this word, if 
I may : some of us feel quite as keenly as Mr. Coleman 
about the matter, in regard to some sections of the 
community, possibly more so. 

The PrestpENT: There is nothing now before the 
Council, arid unless someone else seconds Mr. Coleman’s 
resolution, I propose to go on to the next item on the 


agenda. 
APPOINTMENT OF SOCRUTINEERS. 

Mr. TriaGer : I beg to move that the gentlemen who 
acted as scrutineers at the last election be asked to serve 
again, and that the President be empowered to fill up 
any vacancies that may arise. _ 

Mr. PRICE seco the motion, which was carried 
unanimously. 


Norice or Morton. 


Mr. Mutvey: I to give notice that at the next 
meeting of Council I shall move :— 

“That it shall te delegated to the Examination Com- 
mittee to prepare and issue from time to time a list of 
examining bodies whose examinations in general educa- 
fulfil the conditions of, and are specially recognised by 


l the Council.” 


I have already had that notice suspended so that it 


& | shall come within the allotted time. 


VicToRIA VETERINARY BENEVOLENT Funp. 


The PresmpeNntT: I desire to ask the permission of 
the Council to allow the Victoria |Veterinary Bene- 
volent Fund to give the address of this College as 
the address of the Fund. Mr. Bullock is goin to 
act as the Joint Honorary Secretary with Mr. elland, 
with the consent of the Council, which I am sure 
they will give, and I hope that they will consent to 
allow our address to be the address of the Victoria 
Veterinary Benevolent Fund. 

Mr. TriccER: I have very much pleasure in moving 
that the consent of the Council be given. 

Mr. Price: I second that. 

Mr. McKrnna: Can we do it? ‘ 

The PRESIDENT: That is a question which remains to 
be decided. 

Sir Stewart Stockman : There is a precedent for it 
—the International Congress. The matter was then 
gone into very carefully. — 

The PrestpENT: We will leave the matter over till 
the next seeing in a fortnight’s time, and in the mean- 
time Mr. Thatcher will look into the matter and see 
whether we can do it. 

Mr. SumMNER: We all agree that it would be a desir- 
able thing, in the best possible interests of the Benevo- 
lent Fund, that it should be permanently attached to 
and associated with the parent body. 

Mr. Mutvey: If we grant one Association the right 
to call the Royal College of Veterinary Surgeons their 
headquarters, we may have all the other Associations 
doing the same thing. It wants very careful considera- 
tion. 

The matter was then deferred for the consideration of 
the Solicitor. 

This concluded the business of the quarterly meeting 
of Council. 


SPECIAL MEETING OF COUNCIL. 

Immediately following the quarterly meeting, a 
Special Meeting of Council was held, Mr. F. W. 
Garnett, J.P., sident, in the Chair, and the same 
members as at the quarterly meeting. 

Minutes. e minutes of the last meeting, which 
have been printed and circulated, were taken as read 
and confirmed. 

ALTERATION OF BYE-LAws. 


Mr. Mutvey moved :— 

ae! That Bye-laws 61, 62, 63, 76, and 78, and Sche- 
dule II., be restored to the form in which they appeared 
in the Register for 1916. 

(5) That a Board of Examiners to hold office for one 
year only be anes in April, 1917. 

(c) That in July, 1917, and subsequently until the 
Council determine otherwise, candidates presenting 
themselves for the Class C Examination who have not 

reviously in Stable Management and Manipu- 
fation of mesticated Animals and Principles of 
Shoeing Healthy Animals shall be examined in these 
subjects by the examiners specially appointed for the 


re That at the Class B Examinations in July and 
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December 1917, candidates shall be allowed the option 
of presenting themselves in Stable Management and 
Manipulation of Domesticated Animals and Principles 
of Shoeing Healthy Animals, or of postponing the 
examination in these subjects until they present them- 
selves for the i ination.” 

In doing so, he said: These alterations of bye-laws 
were to be moved by Sir John M‘Fadyean, who has 
written asking me to bring them forward in his absence. 
The alteration of these bye-laws, in order that they shall 
come in the state in which they were previous to last 
year, is necessary because we agreed at a previous meet- 

that the system of examination which had been in 
existence for some twelve months should revert to the 

m as it previously existed, that is to say, that we 
qa in future have two examiners instead of one. 

Sir Srewart StrockMAN seconded the motion, which 
was carried unanimously. 

Mr. G. THatcHEer Reverting to the 

uestion of the use of the Coll address by the 

Victoria Benevolent Fund, I should like to be allowed 

to see the original deed of conveyance of the College, as 

ibly there may be some direction on the subject in 

it; but I am not entitled to do so, under bye-Jaw 14, 
without an order of Council. 

Mr. Sumner : I propose that that be granted. 

Mr. McKinna seconded the motion, which was 
carried unanimously. 

The Presmpent: The alterations to the bye-laws 


_ which we have just will be submitted for con- 


firmation at a special meeting of Council to be held on 
souemy, Apei 26th, on which date an ordinary meet- 
ing of Council will also be held for the election of 
examiners. I hope as many members as possible will 
be nt at that meeting. The bye-laws have to be 
ed, because it is only after they are confirmed 

that we can appoint the examiners. 
I thank the members of Council for their attendance 


to-day. 

On the motion of Mr. CiarKson, seconded by 
Dr. MoCa.t, a hearty vote of thanks was accorded to 
the President for his conduct in the Chair, and the 
meeting terminated. 


FELLOWSHIP EXAMINATION. 


An Examination under the new yng for the 
iron Degree was held at the College on April 14, 
when the following candidate was successful :— 

Capt. ALFRED Hoskin, A.v.c. 

Thesis :—“ Influenza in Horses.” 


Examiners :—Messrs. W. H. Bloye and J. Malcolm. 


SUBSCRIPTIONS TO R.C.V5S. 


The Seeretary of the Royal College of Veteri 
Surgeons begs to acknowledge the moe of the fellow. 
Ing supscriptions for 1917 :— 


otoococecocso 


_ARMY VETERINARY SERVICE. | 


Extracts from London Gazette, 
War Orrics, April 12. 
Reecutar Forces. ARMy VETERINARY CORPS. 
Capt. F. Roche to take rank and precedence in Army 
and in Corps as if appt. to that rank bore date Jan. 22. 
April 13. 
Temp. Lts. to be ine. :—W. L. Little, ¥.z.0.v.s. 
(Mar, 20); D. Wyllie (Mar. 23). 
April 14. 


Temp. Capt 8. C. Binks relinquishes his commn. on 
termination of engagement (Apl. 15). 

Temp. Lieuts. to be temp. Capts.:—K. Barker (Mar. 6) ; 
D. Campbell (Mar. 14); J. F. Macdonald, P. K. Walters, 
N. V. James (Mar. 24); N. Wright, J. H. Brown 
Mar. 25); T. F. Addison, F. J. Braund, J. L. Clark 
Mar. 27). ven 


Temp. Lts. to be temp. Capts. :—A. B. on (Mar. 27); 
J. Jaques (Mar. 28); L. B. Cole, F. R. Page, J. Dunn, 
C. M. Flanders, J. E. Hanna, W. R. Cameron (Mar. 
29); P. J. O’Brien (Mar. 30). pei 37 
To be Temp. Lieut. :—E. Armstrong (Apl. ms est 
Lts. :—S. Robson, T. Hicks, Wee. Clark 
2). 
CanapiAn A.V.C. 


Temp. _— to be temp. Capt.: J. W. Welch (Nov. 21, 
1916). 
Capt. W. H. Simon is dismissed the Service by sentence 
of a General Court-Martial (Mar. 9). eI 


To be temp. Capts :—Temp. Lt. R. G. Matthews (Sept. 
> 24, 1916); Spr. A. W. Busselle, 1039961 (Mar. 17). 
TERRITORIAL Force, Army VETERINARY CoRPs. 
April 13. 
t H. E. Powell to be granted the acting rank of 
ajor whilst employed as A.D.VS. (Feb. 26). 


The following casualties are reported :— 
Kittep—Pte. J. Davis, 2309 (Tulse Hill, 8.W.) 
Pte. H. H. Hazel, 23612 (Birmingham). 


Dizp— Pte. J. Greenwood, SE/3102 (Bethnal Grn., E.). 
Pte. G. J. Alexander, 7996 (Billingham). 


The late Mr. 'C. Treble Lang. 

Mr. C. T. Lang, M.R.c.v.s., was known all over the 
district in his professional capacity. He had been in 
failing health for many months, and was taken seriously 
ill a month ago. He passed away rome bag Ae Sunday 
afternoon, in the presence of his family, his only son, 
Private J. T. T. Lang, having his leave extended, was 
with his father to the end. Mr. g was a Freemason, 
and a lover of the beautiful ritual of the Order. He 
was secretary of the Royal (643) vi Lodge, and was 
also P.P.G.St.B. He is survived by Mrs. Lang, his son, 
and two og ee The interment took place at the 
Bridlington tery on the ‘11th inst—The Weekly 
News. 


The Shire Horse over 4,500 
it ae registers the igrees of over 5,000 Shire 
horses ; the prizes offered at its Spri show total 
£2,300 ; and at its annual sale at the Hoyal Agricultural 
Hall a sum of over £20,000 is realised. 
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district at one time. There would be a certain num 
Treatment of Contagious Abortion in of animals on all farms that! would come in later rs 
Lanark and Ayr. treatment, and on succeeding rounds he could operate 
At a meeting of the Lanarkshire branch of the|on these. This would save much time, and allow him 
National Farmers’ Union of Scotland, held in Glasgow | to doa Cex deal more work than if he had to go tp 
on Wednesday afternoon, 11th inst., there was a large | places which were wide apart on the same day. 
attendance, which included a number of farmers from| They would have to arrange for someone who would 
pe and elsewhere. The Chairman, in the course | look after the statistics, which would be sent to ithe 
of an opening address, said the meeting had been called | Board of Agriculture. Forms would require to be filled 
Begg the opporasity of patting before them scheme | Me Bagg aeartly thanked for attending and 
e@ opportunity o i ore them a r. was y thanked for 4 ex- 
for the treatment of cherie. pains treatment of this disease.—The Scottish 
Mr. Hugh Begg,, F.8.c.v.s., veterinary adviser to the | Farmer. 
County Council of Lanark, explained to the farmers | —— 
present what the Local authority was prepared to do by 
way of stamping out abortion in the herds in Lanark- Boarp or AGRICULTURE AND FIsHERIEs, 
shire. He expressed complete confidence in the effect- 4, WHITEHALL Puacg, 8.W. 1. 
iveness of vaccine to accomplish the object in view. 18th April, 1917, 
There had now been sooteced a liquid vaccine to No, A. 1554/1917. 
handle and almost perfectly standardised. In Ayrshire, | Sir ; 
Mr. Douglas, the veterinary officer, had treated a great T am directed by the President of the Board of Agri- 
many herds with very happy results. On his (Mr.| culture and Fisheries to inform you that the Board 
Begg’s) advice, the committee in Lanarkshire was have had under consideration the possibility of attempts 
pared to do the work free of cost to the farmer. The being made by enemy agents to spread disease amongst 
operation could only be performed on empty animals, | animals by means of infective material. Mr. Prother 
and the cow or heifer must not be put to the bull antil therefore considers it desirable that the attention of 
two months afterwards. On the other hand, cows | Veterinary a, should be called to the matter 
should not be operated on till three weeks after calving, | with the view of their making special inquiries in the 
and then two more months must elapse before they | event of muliple outbreaks of disease coming to their 
were put to the bull. He suggested that cows should | notice and reporting to the Board any such cases to- 
be treated two years in succession. As he would like to| gether with any suspicious circumstances connected 
do the maximum of work in the minimum of time, he therewith —I am, Sir, your obedient Servant, 
thought it would be well if farmers in a district would W. H.C 
arrange among themselves that he should doa whole } 


DISEASES OF ANIMALS ACTS 1894 ro 1914, SUMMARY OF RETURNS. 


Foot- 
Anthrax | and-Mouth | Glanders.+ Swine Fever. 
Disease. Mange. 


‘ 


Out- 

Out- Ani- 
mals. 

(a) 


Total for 15 weeks, 1917 


is 1 24 59 157 
14 228 | 137 

.. {278 | 297 | 12 | 74 | 30| 75] 1875 139 

The Parasitic Mange Order of 1911 was suspended from 6th 4 ugust, 1914, to 27th March, 19165, inclusive. 
a) Pa .-4 (b) a by Local Authorities. t Counties affected, animals attacked :— 
of Fisheries, April 17, 1917. Excluding outbreaks in army horses. 

Outbreaks 
IRELAND. Week ended April7 ... 1 8 


1914 ... 8 


Total for 14 weeks, 1917 aoa 2 2 169 
6 3 5 eee 184 
1 


191 
in 1915 eee 1 2 eee eee eee 180 
{ 1914 .. 62 | 904 | .. 34 296 


Technical Instruction for Ireland, (Veterinary Branch), Dublin, il 9, 1917. 
Norz.— “Tas diseased or Exposed to Infecc 
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for the Current Year are approximate only. 
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id 
| 
Out- | Ani- | Sheep 
Period. preaks| mals. | O° | | 
®) 
Gr. BRITAIN. 
| Week ended Apritt4 | 16 | 17 | | | 
{ it ..| 18 | 19 

1915 ...| 16 | 18 360 
week in 1914... | 18 | 18 59] 1] 72 | 655 
| | 1108 | ss6| | on 
| | 


